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Nexim Alloys is most renowned manufacturers, stockists, supplier & exporter of Copper 
Components. These Components consists of features like high ductility, highly durable, 
wear & tear resistant, long lasting strength, corrosion & abrasion resistant, good 
conductor of heat & electricity good conductor of thermal energy etc. These Components 
are manufactured using best quality raw material & do match national & International 
quality standard and this helps us to have high demand in the market from our 
customers. The Copper Components are sold to customers at market friendly prices. 
When it comes to packaging it is done with tremendous care because we know the 
challenges faced while import & export of product hence we see through it that the 
products are delivered in good conditions without any harm to it. These Components are 
manufactured in different size, dimension & thickness and are delivered to customers as 
per their need & requirement. 
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Description: 


Description: 


Material: 


Process: 


Finish: 


Key tolerance: 


Application: 


Forged Copper components 


Pure copper 99.9% 


Hot forging, CNC machining 


Machined surface 


+/-0.05mm 


High/low voltage electrical conductor components 
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